SIR GEORGE WILLIAMS UNIVERSITY 


MONTREAL 25, CANADA 


The Hall Building of Sir George Williams University will open again at 
5:30 p.m. on Tuesday, February 18. Evening classes will be held as 
normal on Tuesday, day classes will resume on Wednesday. In line with 
the new security regulations, students, faculty and staff entering the 
building will be expected to show their identification cards. 


Arrangements for assisting students to make up for the course time they 
have lost during the past week will be announced in the near future. 


Michael Sheldon 
Assistant to the Principal 


February 17, 1969 


